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ORIGIN EPAE-00 

INFO OCT-01 EUR- 1 2 ISO-OO ACDA-12 CEQ-01 CIAE-00 
DOTE-OO EPA-04 HEW-06 HUD-02 INR-10 INT-05 L-03 
NSAE-00 NSC-05 NSF-02 OIC-02 PA-02 PM-05 SOE-02 
DOE-15 OES-07 SP-02 SS-15 TRSE-00 ICA-20 10-14 
/147R 

DRAFTED BY EPA/CCMS:P.V.WARD/LS 
APPROVED BY EUR/RPM:JCKORNBLUM 
HEW:W.GEMMA 

127502 011106Z/10 

R 010034Z JUL 78 
FM SECSTATE WASHDC 
TO USMISSION USNATO 

UNCLAS STATE 167491 

E.O. 11652: N/A 

TAGS: CCMS, NATO, WHO 

SUBJECT: CCMS/WHO EMERGENCY MEDICAL SERVICES (EMS) 

PILOT STUDY 

REF: (A) USNATO 04422, (B) BRUSSELS 12607 

1 . THE PROPOSAL IN REFTEL (A) FOR A NEW CCMS/WHO PILOT 

STUDY ON THE IMPROVEMENT OF EMERGENCY MEDICAL SERVICES HAS 
BEEN AGREED TO BY FRG, BELGIAN, NORWEGIAN AND DANISH 
AUTHORITIES. IN ADDITION WHO AND PAHO HAVE INFORMED 
U.S. CCMS REPRESENTATIVE COSTLE OF THEIR AGREEMENT 
TO SUPPORT THE STUDY THROUGH WHO STAFF EXPERT PARTICIPATION. 

THIS MEANS THAT ALL CONCERNED PARTIES NOT REPRESENTED AT 
WEISBADEN HAVE GIVEN THE GO AHEAD. 

2. MISSION MAY NOW SUBMIT PROPOSAL TO INTERNATIONAL STAFF 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 167491 

FOR CIRCULATION IN THE AC/274 SERIES FOR CCMS APPROVAL 
BY SILENT CONSENT AND SUBSEQUENT SUBMISSION TO NAC. 

3. THE WORDING IN REFTEL (A) SHOULD BE USED EXCEPT THAT 
TITLE OF STUDY SHOULD BE "CCMS/WHO PILOT STUDY ON THE 
IMPROVEMENT OF EMERGENCY MEDICAL SERVICES." IN ADDITION 
THE WORK PROGRAM STRUCTURE PORTION SHOULD READ INTER ALIA 
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"EMS TRAINING (ITALY AND PORTUGAL)." ALSO REFTEL (B) 

INDICATES BELGIUM MIGHT COPILOT THIS SUBPROJECT. PLEASE 
CONFIRM PRIOR TO ADDING BELGIUM. 

4. PLEASE ADVISE WHEN SILENT CONSENT PROCESS HAS BEEN 
COMPLETED AS PILOT STUDY LEADER GEMMA WOULD LIKE TO CALL 
AN EXECUTIVE COMMITTEE MEETING. VANCE 


UNCLASSIFIED 
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